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DD/A/ODP WEEKLY REPORT 


Week of 9-16 December 1977 


I. Major Activities During the Past Week: 
A. Support to OTR 


PREVMAIN - A system for preventive maintfanence for 


STATINTL OTR. A training session was held with the customer on 


STATINTL 


STATINTL 


6-7 December at The system operated well on the 
6th, but the intermittent problem with the CAMEXEC 
menus reoccurred on the 7th. Engineering Division 
performed tests for the remainder of the day without 
observing the problem. The same malfunction happened 
again on the 12th and Engineering Division was able to 


duplicate the problem at Headquarte The Office of STATINTL 
Communications will send someone_to to check out 
the communications equipment. PS oe ee} STATINTL 


B. Support to OP 


PERSIGN - Integrated Personnel Information System. 
A revised PERSIGN Time/Event chart is in draft based on 
the revised estimates on the specification work. A new 


project schedule will be ready for the January OP/MAP 
meeting. 


C. Support to OS 


TECHDIV - Support to OS including the in place 
monitoring system. A preliminary meeting was held with 
the Office of Security to discuss the development of an 
automated Agency Visitor and Employee Access . 


A mai "aa is currently under development. 


D. Training During the Past Week: 


STATINTL 


1. A two-day course, Data Processing Concepts, was 
completed by 16 students. 


2. A three-day course, GIM II Utilities, was completed 
by 12 students. Six of these students are with the 
FBI and have been provided this training to help the 
FBI become more proficient with their newly intro- 
duced GIM-IT system. es | STATINTL 


Nothing to report on FOTIA, 
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